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Standard Operating Procedure 
Common Area Sanitation 


Subject: Common Area Sanitation for Medical Shelter Sites 


1. Introduction 


The purpose of this Standard Operating Procedure (SOP) is to provide guidance to 
Medical Shelter Site Management on maintaining sterile and sanitized common 
areas at Medical Shelter sites. 


2. Procedures 
e Housekeeping 
o Each site will maintain a day porter for 4-8 hours per day to clean the 
common area bathrooms, sweep and mop the floors, remove all trash, and 
wipe down all surfaces. 


e Shared Cleaning 
o Covid Techs will be responsible for wiping down all common work 
surfaces and high contact handles and knobs every other hour throughout 
their shift, as able. 
o Site Management will additionally wipe down all common work surfaces 
and high contact handles and knobs throughout each shift. 


e Supplies 
o Cleaning wipes and sanitizing spray will be made available throughout the 
common areas. 
o Gloves should be worn when handling any wipes as the chemicals used in 
them are strong and may cause a reaction to any flesh they encounter. 
o Site Management will maintain all sanitizing supplies throughout each 
sanitation station. Covid Techs may assist stock at Donning / Doffing tents. 


